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INDUSTRIAL USERS 
AND DEALERS 
PRICE SHEET No. 49 


PRODUCT SPECIFICATIONS 

Detailed specifications of all products appear in Wilton General Catalog. 

NET PRICES 

Net Prices shown are subject to cash discount of 2%-10th prox. and include PREPAID 
TRANSPORTATION. 

AUTHORIZED DISTRIBUTORS 

Authorized Wilton Distributors — located in all trading areas — are prepared to 
furnish these products from their stock. We reserve the right to invoice through an 
authorized distributor any order sent to us direct. 

QUANTITY DISCOUNTS 

The following discounts apply to industrial user purchases: 


" C " CLAMPS, all types - 

$500.00 to $999.99, at resale value less 10% 

$1000.00 and up, at resale value less 15% 

POWRARM POSITIONERS, and attachments - 

$1000.00 and up, at resale value less 10% 





A DIVISION OF WILTON CORPORATION • SCHILLER PARK, ILLINOIS 

Chicago Phones: 625-7770 

Long Distance: (Area Code 312) 678-6600 



WILTON MACHINISTS' BENCH VISES WITH SWIVEL BASE 


Catalog 

Jaw 

Maximum 

Depth of 

Approx. 

List 

Net Resale 
Prices at 

No. 

Width 

Opening 

Throat 

Ship. Wght. 

15% 

250 S 

2-1/2" 

3" 

2" 

13 lbs. 

$ 36.50 

$ 31.03 

300 S 

3" 

4-3/4" 

2-5/8" 

29 lbs. 

46.50 

39.53 

350S 

03 

\ 

1 

00 

5-1/4" 

2-3/4” 

41 lbs. 

54.00 

45.90 

400 S 

4" 

6-1/2" 

3-1/2" 

58 lbs. 

65.00 

55.25 

450S 

4-1/2" 

7-1/2" 

4-1/8" 

69 lbs. 

79.50 

67.58 

500S 

5" 

8" 

4-1/4" 

85 lbs. 

104.00 

88.40 

600 S 

6" 

10" 

5-1/2" 

164 lbs. 

167.00 

141.95 

800 S 

8" 

12" 

5-1/2" 

248 lbs. 

325.50 

276.68 


WILTON MACHINIST'S BENCH VISES— STATIONARY BASE 


250N 

2-1/2" 

3" 

2" 

1 1 lbs. 

$ 29.00 

$ 24.65 

300N 

3" 

4-3/4" 

2-5/8" 

25 lbs. 

36.50 

31.03 

350N 

3-1/2" 

5-1/4" 

2-3/4" 

35 lbs. 

42.50 

36.13 

400N 

4" 

6-1/2" 

3-1/2" 

49 lbs. 

51.00 

43.35 

450N 

4-1/2" 

7-1/2" 

4-1/8" 

60 lbs. 

62.50 

53.13 

500N 

5" 

8" 

4-1/4" 

75 lbs. 

79.50 

67.58 

600 N 

6" 

10" 

5-1/2" 

153 lbs. 

137.00 

116.45 

800 N 

8" 

12" 

5-1/2" 

227 lbs. 

262.00 

222.70 


FOR 

DETAILS 
SEE GEN. 
CATALOG 

PAGE 


V-2 


V-2 


WILTON SQUARE THROAT MACHINISTS' VISES— Manual Screw 


Catalog 

No. 

Type 

|aw 

Width 

Maximum 

Opening 

Approx. 
Ship. Wght. 

List 

Net Resale 
Prices at 
15% 

4500S 

Swivel Base 

4-1/2" 

6" 

67 lbs. 

$ 82.00 

$ 69.70 

4500N 

Stationary 

4-1/2" 

6" 

58 lbs. 

68.50 

58.23 

WILTON SQUARE THROAT MACHINISTS' VISES— PowRscrew® 

4510S 

Swivel Base 

4-1/2" 

6" 

68 lbs. 

$108.00 

$ 91.80 

4510N 

Stationary 

4-1/2" 

6" 

58 lbs. 

96.00 

81.60 


WILTON 

COMBINATION PIPE 

VISES— WITH 

SWIVEL 

BASE 

Catalog 

No. 

Jaw 

Width 

Pipe 

Capacity 

Depth of 
Throat 

Approx. 
Ship. Wght. 

List 

Net Resale 
Prices at 
15% 

C-0 

3-1/2" 

1/8— 2-1/2" 

4-1/8" 

48 lbs. 

$ 68.50 

$ 58.23 

C-l 

4-1/2" 

1/8— 3-1/2" 

4-3/4" 

70 lbs. 

93.00 

79.05 

C-2 

5" 

1/8— 4-1/2" 

5-3/4" 

113 lbs. 

136.00 

115.60 

C-3 

6" 

1/8-6" 

7-3/8" 

192 lbs. 

212.00 

180.20 


WILTON MACHINISTS' BENCH VISES 



WITH 

SWIVEL 

BASE AND SWIVEL 

JAW 


Catalog 

Jaw 

Maximum 

Depth of 

Approx. 


Net Resali 
Prices at 

No. 

Width 

Opening 

Throat 

Ship. Wght. 

List 

15% 

450SJ 

4-1/2" 

7-1/2" 

4-1/8” 

72 lbs. 

$103.50 

$ 87.98 

600 SJ 

6" 

9" 

4-3/8" 

166 lbs. 

210.00 

178.50 


WILTON PRECISION JEWELERS' VISES 


Catalog 

No. 

Description 

Jaw 

Width 

Approx. 
Ship. Wght. 

Net Resale 
Prices 


20S 

Swivel Base 

2" 

4-3/4 lbs. 

$ 20.00 

V-6 

20N 

Stationary Base 

2" 

4-1/4 lbs. 

16.50 



Width of Vise Jaws 

2" 

2-1/2" 

COPPER JAW CAPS 

3" 3-1/2" 4" 

4-1/2" 

5" 

6" 

V-7 

Catalog No. 404 

2.85 

3.35 

3.80 4.45 5.30 

6.10 

7.60 

12.40 
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FOR 

DETAILS 
SEE GEN. 
CATALOG 


PAGE 


V-7 



WILTON CADET® MECHANICS' VISES 


Catalog 

Jaw 

Maximum 

Depth of 

Weight 

List 

Net 

Resale Prices 

No. 

Width 

Opening 

Throat 

Lbs. 

at 25% 

135 

3-1/2" 

4" 

2-1/4" 

22 

$36.00 

$ 27.00 

140 

4" 

5-1/4" 

2-3/4“ 

39 

49.50 

37.13 

145 

4-1/2" 

5-1/4“ 

2-3/4“ 

42 

54.75 

41.06 

150 

5" 

6-1/2“ 

3-1/8“ 

55 

72.30 

54.23 


V-7 



WILTON "640" LINE UTILITY VISES 




Weight 

LIST PRICES 

NET 

RESALE PRICES 

Catalog 

Jaw 

Each 

Denver 

West of 

Denver 

West of 

No. 

Width 

Lbs. 

and East 

Denver 

and East 

Denver 

643 Vi 

3-1/2" 

19 

$15.95 

$17.00 

$10.63 

$11.33 

644 

4-1/4" 

26 

23.20 

25.00 

15.47 

16.67 

645 

5" 

34 

27.80 

29.95 

18.53 

19.96 


V-8 


V-10 

V-ll 

V-ll 

V-ll 

V-ll 

V-ll 

V-ll 



WILTON MILLING MACHINE VISES 


Catalog 

No. 

Jaw 

Width 

Maximum 

Opening 

Type of Base 

Approx. Ship. 
Weight Lbs. 

Net Resale 
Prices 

RXN-45 

4-1/2“ 

4" 

Stationary Flanged Base 

50 

$ 78.55 

RXN-60 

6“ 

5-1/4“ 

Stationary Flanged Base 

99 

144.90 

RX-45 

4-1/2" 

4" 

Graduated Swivel Base 

61 

97.15 

RX-60 

6“ 

5-1/4“ 

Graduated Swivel Base 

133 

185.15 





WILTON 

DRILL 

PRESS VISES 





CONVENTIONAL ACTION 



Catalog 

Jow 

Jow 

Maximum 

Overall 

Approx. Ship. 

Net Resale 

No. 

Width 

Depth 

Opening 

Height 

Wt. Lbs. 

Prices 

1435 

3-1/2" 

1-3/4" 

4" 

2-5/8" 

10 

$ 19.80 

1445 

4-1/2" 

1-3/4“ 

4-5/8“ 

2-3/4" 

16 

27.20 

1460 

6“ 

2" 

6-1/2“ 

3-7/16" 

36 

44.70 




RAPID ACTION 



1535 

3-1/2“ 

1-3/4“ 

4" 

2-5/8“ 

10 

$ 23.20 

1545 

4-1/2" 

1-3/4“ 

4-5/8“ 

2-3/4" 

16 

30.70 

1560 

6“ 

2" 

6-1/2" 

3-7/16“ 

36 

48.20 




WILTON PROFESSIONAL QUALITY WOODWORKERS' VISES 


Net Resole 


Catalog 

No. 

Jaw 

Size 

Type of 
Nut 

Type of 
Handle 

Approx. Ship. 

Wt., Lbs. List 

Price at 
33 Vj% 



7 

BY 7® VISES 




76A 

7"x7“ 

Continuous Screw 

Aluminum 

32 

31.90 

21.27 

77A 

7“x7" 

Rapid Acting 

Aluminum 

33 

34.55 

23.03 



7" VISES — 

CONVENTIONAL 

DESIGN 



61 W 

4"x7" 

Continuous Screw 

Hardwood 

30 

$27.50 

$ 18.33 

61 A 

4"x7" 

Continuous Screw 

Aluminum 

31 

28.50 

19.00 

63W 

4"x7" 

Rapid Acting 

Hardwood 

31 

30.10 

20.05 

63A 

4"x7" 

Rapid Acting 

Aluminum 

32 

31.10 

20.76 



10" VISES — 

CONVENTIONAL 

DESIGN 



62W 

4"xl0" 

Continuous Screw 

Hardwood 

35 

30.90 

20.60 

62A 

4"xl0" 

Continuous Screw 

Aluminum 

36 

31.90 

21.27 

64W 

4"xl0" 

Rapid Acting 

Hardwood 

36 

33.50 

22.33 

64 A 

4"xl0" 

Rapid Acting 

Aluminum 

37 

34.50 

23.00 



7" VISES - 

- LEFT HAND OFFSET 



66A 

4“x7" 

Continuous Screw 

Aluminum 

31 

29.80 

19.86 

67A 

4"x7" 

Rapid Acting 

Aluminum 

32 

32.45 

21.63 



7" VISES - 

- RIGHT HAND OFFSET 



96A 

4"x7“ 

Continuous Screw 

Aluminum 

31 

29.80 

19.86 

97A 

4“x7“ 

Rapid Acting 

Aluminum 

32 

32.45 

21.63 


ELEMENTARY SHOP WOODWORKERS’ VISES 




Weight 

LIST PRICES 


NET RESALE PRICES 

Catalog 

Jaw 

Each 

Denver West of 

Denver 

West of 

No. 

Size 

Lbs. 

and East Denver 

and East 

Denver 

86 

3"x6-l/2" 11 

$10.80 $11 

.40 

$ 7.20 

$ 7.60 


WILTON UNIVERSAL TURRET VISES 


Wood- Metol- 

Cotolog working working Pipe Maximum Approx. 

No. Jaw Faces Jow Faces Capacity Opening Ship. Wt. 

91 A 3"x7" l"x4“ 1/4“ to 4-1/2" 5-1/2“ 36 lbs. 


List 

$45.15 


Net Resole 
Prices at 
lOO/o 

$ 40.64 
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WILTON TORCO® (Medium Duty) 

LIST PRICES 

Catalog Jaw Weight Denver West of 

No. Width Lbs. 


BENCH VISES 


and East 

$24.50 


Denver 

$25.90 


NET RESALE PRICES 
Denver West of 

and East Denver 


$16.33 


$17.26 


FOR 

DETAILS 
SEE GEN. 
CATALOG 

PAGE 
V-l 2 


V-12 



WILTON 

SHOP 

KING® UTILITY BENCH VISES 




Weight 

LIST PRICES 

NET RESALE PRICES 

Catalog 

Jaw 

Each, 

Denver 

West of 

Denver 

West of 

No. 

Width 

Lbs. 

and East 

Denver 

and East 

Denver 

633 Vi 

3-1/2" 

17 

$15.95 

$17.00 

$10.63 

$11.33 

635 

5" 

30 

26.80 

28.80 

17.86 

19.20 



SCOUT 

ECONOMY VISES 



Catalog 

No. 

Jaw 

Width 

Weight 
Each, Lbs. 

LIST PRICES 

NET RESALE 
PRICES 

V- 

0-53/2 

3-1/2" 

10 

$ 8.90 

$ 5.93 


C-54 

4" 

14 

11.60 

7.73 


C-55 

4-1/2" 

18 

13.60 

9.07 



WILTON HOBBY VISES 






LIST PRICES 

NET RESALE 

PRICES 

Catalog 

Jaw 

Units 

Weight 

Denver 

West of 

Denver 

West of 

No. 

Width 

Per Case 

Each, Lbs. 

and East 

Denver 

and East 

Denver 

1110 

1-3/4” 

12 

2 

$ 3.80 

$ 3.90 

$ 2.53 

$ 2.60 

1112 

2-1/2" 

6 

4 

5.30 

5.50 

3.53 

3.67 

1111 

2-1/2" 

6 

5 

8.50 

8.80 

5.67 

5.87 


V-12 


BOICE CRANE MECHANICS' BENCH GRINDERS 


Catalog 




Ship. Wt. 

NET RESALE 

No. 


Description 


Each, Lbs. 

PRICES 

5426 

6" Heavy Duty Grinder, 1/3 HP 


37 

$52.50 

5428 

6" H. D. 

Grinder, 1/3 HP, 

, Deluxe 


40 

57.50 

5481 

Plain Eye Shields, Pair 



2 

7.50 

5489 

Floor Pedestal 



66 

39.50 

WILTON HEAVY DUTY— 

STANDARD THROAT DEPTH 


Series 

"100" C-clamps — Drop Forged Steel 

Net Resale 

Catalog 


Minimum 

Units Per 

Weight 

List 

Price at 

No. 

Capocity 

Proof Test 

Case 

Each, Lbs. 

Price 

331/3% 

102 

0" - 2" 

7500 lbs. 

12 

2 

$11.04 

$ 7.36 

103 

0" - 3" 

8750 lbs. 

12 

3 

12.51 

8.34 

104 

0" - 4" 

10000 lbs. 

12 

5 

14.25 

9.50 

106 

2" - 6" 

11250 lbs. 

6 

6 

17.23 

11.49 

108 

4" - 8" 

12500 lbs. 

6 

8 

20.36 

13.57 

110 

6"- 10" 

13750 lbs. 

4 

9 

23.61 

15.74 

112 

8"- 12" 

15000 lbs. 

4 

13 

26.82 

17.88 


WILTON REGULAR DUTY— EXTRA DEEP 

THROAT 



Series 

"400" C-Clamps — Drop Forged Steel 

|J D ac/i Ia 

Catalog 


Minimum 

Units Per 

Weight 

List 

P*6i K6SOIC 

Price at 

No. 

Capacity 

Proof Test 

Case 

Each, Lbs. 

Price 

331/3% 

402 

0" - 2" 

3300 lbs. 

12 

1 

$ 4.56 

$ 3.04 

403 

0"-3" 

3500 lbs. 

12 

2 

5.50 

3.67 

404 

0" - 4" 

4100 lbs. 

12 

3 

6.64 

4.42 

406 

0"-6" 

5400 lbs. 

6 

4 

9.14 

6.09 

408 

2" - 8" 

5900 lbs. 

6 

6 

12.08 

8.05 

410 

2"- 10" 

6200 lbs. 

4 

9 

15.20 

10.13 

412 

2" - 12" 

9300 lbs. 

4 

13 

19.78 

13.19 


V-12 


C-4 


C-4 
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C-6 


PERMA-PAD® ADAPTOR SWIVELS 


Catalog 

Major 

Approx. Spindle 

Net Resale 

No. 

Diameter 

Ball Diameter 

Price 

821-1 

7/8” 

7/1 6" 

$0.58 

821-2 

1-1/8” 

7/16" 

0.66 

821-3 

1-3/16” 

1/2" 

0.76 


FOR 

DETAILS 
SEE GEN. 
CATALOG 


PAGE 


C-5 


Catalog 

No. 

4403 

4404 
4406 
4408 


WILTON SQUARE THROAT C-CLAMPS 
Series "4400" — Drop Forged Steel 


Capocity 

Minimum 
Proof Test 

Case 

Units Per 

Weight 
Each, Lbs. 

List 

Price 

0" - 3" 

3500 lbs. 

12 

2 

$ 5.99 

0" - 4" 

4100 lbs. 

12 

3 

7.25 

0" - 6" 

5400 lbs. 

6 

5 

10.98 

2" - 8" 

5900 lbs. 

6 

7 

13.88 


Net Resale 
Price at 

33Vs% 

$ 3.99 
4.83 
7.32 
9.25 


C-6 


WILTON SUPER DUTY C-CLAMPS 


Catolog 

No. 

Tempered Steel Spindles — Drop Forged Steel Frames 

Minimum Weight List 

Capacity Proof Test Each, Lbs. Price 

Net Resale 
Price at 
331/3% 

0 

0"- 3/4" 

2500 lbs. 

1/2 

$ 3.20 

$ 2.13 

1 

0"- 1-1/4” 

5600 lbs. 

1 

4.71 

3.14 

1/2 

0"- 1-3/4” 

8750 lbs. 

2 

7.85 

5.23 

2 

7/8” -2-1/4” 

12500 lbs. 

3 

10.92 

7.28 

3 

1-1/4” -3-1/4" 

16250 lbs. 

7 

15.63 

10.42 

4 

1-1/2" -4-1/2" 

20000 lbs. 

10 

20.36 

13.57 

5 

2-1/2" -5-1/2" 

23800 lbs. 

13 

25.07 

1 6* 71 

6 

1-5/8" -6-1/2" 

27500 lbs. 

17 

31.28 

20.85 

8 

3-5/8" -8-1/2" 

31250 lbs. 

24 

43.79 

29.19 

10 

5-5/8"- 10-1/2" 

35000 lbs. 

29 

59.35 

39.56 

12 

7-5/8"- 12-1/2" 

40000 lbs. 

40 

78.10 

52.06 


With Full Closing Spindles 


0"- 2-1/4" 

12500 lbs. 

3 

$13.27 

$ 8.85 

0"- 3-1/4" 

16250 lbs. 

7 

18.90 

12.60 

0"- 4-1/2" 

20000 lbs. 

10 

24.41 

16.27 

0”- 5-1/2" 

23800 lbs. 

13 

29.93 

19.95 

0"- 6-1/2" 

27500 lbs. 

17 

36.89 

24.59 

0"-8-l/2" 

31250 lbs. 

24 

51.62 

34.41 

0"- 10-1/2" 

35000 lbs. 

29 

69.99 

46.66 

0”- 12-1/2” 

40000 lbs. 

40 

92.85 

61.89 


C-6 


WILTON REGULAR DUTY— STANDARD THROAT DEPTH 



Series "500" C-Clomps— 

•Ductile Alloy 

Net Resale 

Catalog 


Minimum 

Units Per 

Weight 

List 

Prices at 

No. 

Capacity 

Proof Test 

Case 

Each, Lbs. 

Price 

33yii% 

502 

0" - 2" 

2700 lbs. 

12 

1 

$ 3.17 

$ 2.11 

503 

0"-3" 

3000 lbs. 

12 

2 

3.77 

2.51 

504 

0" - 4" 

3700 lbs. 

12 

3 

4.59 

3.06 

506 

0" - 6" 

4500 lbs. 

6 

4 

6.20 

4.13 

508 

2"-8" 

5200 lbs. 

6 

6 

8.76 

5.84 

510 

2"- 10" 

6000 lbs. 

4 

8 

11.66 

7.77 

512 

2" - 12" 

8000 lbs. 

4 

LI 

14.18 

9.45 


C-7 


Catalog 

No. 

604 

606 

608 


WILTON RAPID TITAN®— QUICK ACTING 


Series "600" C-Clamps — Ductile Alloy 


Capacity 

Minimum 
Proof Test 

Units Per 
Case 

Weight 
Each, Lbs. 

List 

Price 

0" - 4" 

3000 lbs. 

12 

3 

7.18 

0" - 6" 

3700 lbs. 

6 

4 

9.38 

0" 8" 

4500 lbs. 

6 

6 

12.04 


Net Resale 
Prices at 
30 % 

5.03 

6.57 

8.43 
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WILTON SQUARE THROAT C-CLAMPS 


FOR 

DETAILS 

Series 

"4400-S" 

Welding Clamps with Steel Welding Shields 

SEE GEN. 
CATALOG 

Catalog 

No. 

Capocity 

Minimum 
Proof Test 

Case Weight 

Units Per Each, Lbs. 

List 

Price 

N«t Resale 
Price at 
33Va% 

PAGE 

4403-S 

0" - 3 ,# 

3500 lbs. 

12 2 

$ 7.88 

$ 5.25 


4404-S 

0" - 4" 

4100 lbs. 

12 4 

9.26 

6. 17 

C-8 

4406-S 

0"-6" 

5400 lbs. 

6 6 

13.20 

8*80 


4408- S 

2 M -8" 

5900 lbs. 

6 8 

16.38 

10.92 



WILTON REGULAR DUTY— EXTRA DEEP THROAT 
Series "400-P" Plated Welding Clamps 


Catalog 


Minimum 

Units Per 

Weight 

List 

Net Resale 
Price at 

No. 

Capacity 

Proof Test 

Case 

Each, Lbs. 

Price 

331/3% 

402-P 

0 M - 2 " 

3300 lbs. 

12 

1 

$ 5.24 

$ 3.49 

403-P 

0"-3" 

3500 lbs. 

12 

2 

6.33 

4.22 

404-P 

0 ,# - 4" 

4100 lbs. 

12 

3 

7.63 

5.09 

406-P 

0" - 6" 

5400 lbs. 

6 

4 

10.51 

7.00 

408-P 

2"-8" 

5900 lbs. 

6 

6 

13.89 

9.25 

410-P 

2 M - 10 ,# 

6200 lbs. 

4 

9 

17.48 

11.65 

412-P 

2" - 12 ,# 

9300 lbs. 

4 

13 

22.75 

15.17 


POWRARM® WORK POSITIONERS (basic units) 


Catalog 


Ship. Wf. 

Net Resale 

No. 

Description 

Each, Lbs. 

Prices 

345 

Midget PowRarm 

1/2 

$ 6.80 

344 

Veep PowRarm 

3 

9.90 

343 

Junior PowRarm 

4-1/2 

15.80 

301 

Mechanical PowRarm 

13 

31.20 

303 

Hydraulic PowRarm 

15 

48.90 

302 

Heavy Duty PowRarm 

76 

246.60 

304 

Super Major PowRarm 

86 

410.00 

305 

Super Major PowRarm and Base Combination 

150 

624.00 


POWRARM COMBINATIONS 


385 

344 with #384 Deluxe Circuit Holder 

4 

$ 19.10 

372 

344 with #369 Standard Circuit Holder 

5 

14.10 

371 

345 with #359 Miniature Circuit Holder 

2 

10.60 

353 

345 with #352 Electronic Vise 

1 

13.80 

341 

343 with #20N Jewelers Vise 

8 

32.30 

364 

344 with #354 Utility Vise 

5 

15.80 

3012 

301 with #20N Vise attached 

17 

47.70 

3015 

301 with 250N Vise attached 

24 

55.85 

3013 

301 with #300N Vice attached 

37 

62.23 


POWRARM ACCESSORIES AND ATTACHMENTS 


356 

New Steel Bench Clamp 

2 

$ 4.40 

348 

Base Extension Plate 

5 

1.80 

349 

"T" Bracket 

1/2 

1.50 

347 

Bench Clamp 

3-1/2 

6.60 

357 

Vacuum Base 

4-1/4 

7.30 

384 

Deluxe Adjustable Printed Circuit Holder 

1 

9.20 

369 

Standard Adjustable Printed Circuit Holder 

1-1/2 

4.20 

359 

Miniature Printed Circuit Holder 

1 

3.80 

352 

Electronic Vise 

2 

7.00 

307 

Standard Filer's Vise 

5-1/2 

12.60 


C-8 


WILTON REGULAR DUTY— STANDARD THROAT DEPTH 



Series 

"500-P" 

Plated Welding Clamps 


Catalog 


Minimum 

Units Per 

Weight 

List 

Net Resale 
Prices at 

No. 

Capacity 

Proof Test 

Case 

Each, Lbs. 

Price 

30% 

503-P 

0"-3" 

3000 lbs. 

12 

2 

$ 4.34 

$ 2.89 

504-P 

0 ## -4 M 

3700 lbs. 

12 

3 

5.27 

3.51 

506-P 

0" - 6" 

4500 lbs. 

6 

4 

7.12 

4.75 

508-P 

2"-8" 

5200 lbs. 

6 

6 

10.07 

6.71 
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